This report is required by law (7 2143). Failure to report according to the regulations can 

result In an order to cease and desist and to be subject to penalties as provided for in Section 21 50. 


See reverse side for 
additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
21-R-003e 


CUSTOMER NO. 
296 


Interagency Report Control No 
OieO-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY ('.'Va/ne and Address, as registered with USDA. 
include Zip Code) 

STONY BROOK UNIVERSITY 

BST, LEVEL 1 ROOM 223 DIV OF LAB ANIMAL RSRC 

STONY BROOK, NY 11794^611 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experirr^ntation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACIUTY LOCATlONSfsifes 


DIV. OF LAB ANIMAL RESOURCES 
STONY BROOK. NY 11794 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Adaoh addfttonal sheets if necessary or use APHIS FORM 702$A ) 


Animals Covered 
By The Animal 
Wel4re Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use In 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for sudi 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of paln- 
relieving drugs. 


0. Number of animats upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and forvi4i1ch appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E, Number of animals upon which teaching, 
e)^riment$, resear^, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C * 
D« E) 




ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of aneslhebc, analgesic, and tranqulilzing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research fadlity has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaliy Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


I SIGNATURE OE C.E.O. OR INSTITUTIONAL OFFICIAL | NAME & TITLE OF C£.0. OR INSTITUTIONAL OFFICIAL (Type or Print) DATE SIGNED 


(b)(6), (b)(7)c 


APHIS FORM 7023 
(AUG 91) 


(b)(6), (b)(7)c 


(Replaces VS FORM 1 8-Z3 (Oct 88), which Is obsolete 


10/17/2008 


PART 1 - HEADQUARTERS 














































APHIS Form 7023 Column E Explanation 


This form is intended as an aid to compieting the APHIS Form 7023 Column E explanation. It is not an official form and its 
use is voluntary. Names, addresses, protocols, veterinary care programs, and the like, are not required as part of an 
explanation. A Column E explanation must be written so as to be understood by lay persons as well as scientists. 


1. Registration Number: 21-R-0039 

2/3. Species (common name) & Number of animals used in this study: 
Rabbits (5) 


4. Explain the procedure producing pain and/or distress. 

Anesthetized rabbits undergo cecal perforation in a study evaluating the effect of peritonitis on Acellular Dermal Matrix 
Graft (Alloderm) used for abdominal wall hernia repair. The rabbits receive post operative analgesia as needed and are 
euthanized after 72 hours. 

5. Provide scientific justification why pain and/or distress could not be relieved. State methods or means used to determine 
that pain and/or distress relief would interfere with test results. (For Federally mandated testing, see Item 6 below) 

Anesthesia and analgesia are provided. Some rabbits may develop septicemia secondary to the peritonitis. These 
animals can't be treated with antibiotics since the study aim uses bacterial counts from peritoneal lavages to quantify the 
level of peritonitis. They do receive analgesia as needed and are euthanized if they become moribund prior to the 72 hour 
endpoint. 

6. What, if any, federal regulations require this procedure? Cite the agency, the code of Federal Regulations (CFR) title 
number and the specific section number (e.g., APHIS, 9 CFR 113.102): 

Agency: CFR: 




